-9004300258  Mgt  Meeting  Repts  50-206/90-18,50-361/90-18  &  50-362/90-18  on
900314.Major areas discussed:issues re Unit 1 deficiencies identified & reported by
licensee during past yr.including safety injection alignment delay.
JOHNSON.P.H. Region 5, Ofc of the Director. 90/04/10. 20pp. 53655:289-53655:308.

9004240164 Responds to NRC 900319 Itr re violations noted in Insp Repts 50-206/90-
08,50-361/90-08 & 50-362/90-08.Corrective actions: annual post-accident sampling
procedure drill will be completed by 900515.

RAY.H.B. Southern California Edison Co. 90/04/17. Document Control Branch (Docu-
ment Control Desk). 3pp. 53588:168-53588:170.

9004240385 Provides correction to 891207 response to NRC Bulletin 89-002 re Anchor/
Darling swing check valves.lnservice testing program includes only active & seat-leak-
age-tested passive safety-related check valves.

NANDY.F.R. Southern California Edison Co. 90/04/19. Document Control Branch
(Document Control Desk). 2pp. 53592:209-53592:210.

9004270241 Confirms 900417 & 19 telcons re mgt meeting on 900425 at plant.
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/04/20. RAY.H.B. Southern Cali-
fornia Edison Co. 2pp. 53634:122-53634:127.

-9004270246 Notification of 900425 meeting w/util in San Clemente.CA to discuss
SALP for Oct 1988-Jan 1990.

* Region 5, Ofc of the Director. 90/04/20. Region 5, Ofc of the Director. 4pp.
53634:124-53634:127.

9005080379 Forwards Insp Repts 50-206/90-07,50-361/90-07 & 50-362/90-07 on
900211-0324.No violations noted.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/04/23. RAY.H.B. Southern Califor-
nia Edison Co. 2pp. 53763:325-53763:340.

-9005080382  Insp  Repts  50-206/90-07,50-361/90-07  &  50-362/90-07   on  900211-
0324,No     violations      noted.Major     areas      inspected:      operational      safety
verification,radiological protection, security & evaluation of plant trips & events.
JOHNSON.P.H. Region 5, Ofc of the Director. 90/04/23. 14pp. 53763:327-53763:340.

90043002S9 Responds to Electrical Safety Sys Functional Insp Repts 50-361 /89-200 &
50-362/89-300,Fire suppression sys isolated & fire watch established for diesel gener-
ator bldgs & design change package issued re setpoints for day tank.
NANDY.F.R. Southern California Edison Co. 90/04/24. Document Control Branch
(Document Control Desk). 11pp. 53656:187-53656:197.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005100167 Forwards Insp Repts 50-206/90-19,50-361/90-19 & 50-362/90-19 on
900416-20.No violations noted.

YUHAS.G.P. Region 5, Ofc of the Director. 90/04/27. RAY.H.B. Southern California
Edison Co. 2pp. 53796:143-53796:150.

-9005100171 Insp Repts 50-206/99-19,50-361/90-19 & 50-362/90-19 on 900416-
20.No violations noted.Major areas inspected: occupational exposure during extended
outages & followup.

CICOTTE.G.R., WENSLAWSKI.F.A. Region 5, Ofc of the Director. 90/04/27. 6pp.
53796:145-53796:150.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK,E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005070350 Ack receipt of 900417 Itr re violations noted in Insp Repts 50-206/90-
08,50-361/90-08 & 50-362/90-08.

YUHAS.G.P. Region 5, Ofc of the Director. 90/04/30. RAY.H.B. Southern California
Edison Co. 1p. 53778:013-53778:016.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005220375 Forwards Insp Repts 50-206/90-13,50-361/90-13 & 50-362/90-13 on
900312-0406.No violations or deviations noted.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/05/02. RAY.H.B. Southern Califor-
nia Edison Co. 2pp. 53901:046-53901:063.

-9005220380 Insp Repts 50-206/90-13.50-361/90-13 & 50-362/90-13 on 900312-
0406.No violations or deviations noted.Major areas inspectedivarious vital areas &
equipment in plant.followup & resolution of enforcement items & LER & Part 21 repts.
JOHNSON.P.H. Region 5, Ofc of the Director. 90/05/02. 16pp. 53901:047-53901:063.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. Of New York, Inc. 99pp. 53753:204-53753:302.

9005210192 Ack receipt of 900305 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-361/89-33 & 50-362/89-33.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/05/15. RAY.H.B. Southern Califor-
nia Edison Co. 1p. 53874:025-53874:029.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010218 "1989 Radiological Environ Monitoring Rept for San Onofre Nuclear Gener-
ating Station Units 1,2 & 3." W/890427 Itr.

ROSENBLOOM.R.M. Southern California Edison Co. 89/12/31. 303pp. 53660:177-
53661:119.

9005210261 Forwards monthly operating repts for Apr 1990 for San Onofre Nuclear
Generating Station Units 2 & 3.

NANDY.F.R. Southern California Edison Co. 90/05/14. Document Control Branch
(Document Control Desk). 1p. 53866:203-53867:031.

~9005210267 Monthly operating repts for Apr 1990 for San Onofre Nuclear Generating
Station Units 2 & 3.
S1ACOR.E.R. Southern California Edison Co. 90/04/30. 188pp. 53866:204-53867:031,

S. Reportable occurrences, LERs & related correspondence

9004250228 PNO-V-90-019:on 900417,earthquakes measuring 4.6 on Richter Scale
measured 3 miles west of Upland.CA.On 900418,three earthquakes occurred in north-
ern California.No visual damage occurred to reactors in area.
QUALLS.P. Region 5, Ofc of the Director. 90/04/18. 3pp. 53636:002-53636:004.

9005040338 RO:followup on Tech Spec fire-rated assemblies found inoperable during
routine surveillances in Mar 1990.Rept identifies 21 latching mechanism failures & e
closure mechanism failures for Units 2 & 3.No failure for Unit 1.
NANDY.F.R. Southern California Edison Co. 90/04/23. MARTINJ.B. Region 5, Ofc o
the Director. 3pp. 53754:332-53754:334.

9005090031 LER 89-012-00:on 900403,discovered that supervisory circuit for fire detec
tion   in   electrical    tunnel   was   inoperable   &   compensatory   measures   no
implemented.Caused by failure to declare detectors inoperable.W/900503 Itr.
MORGAN.H.E. Southern California Edison Co. 90/05/03. 11pp. 53754:001-53754:011

V. Operator Examinations

9005010146 Ack receipt of 900316 response to two findings identified during evaluatioi
of requallfication program.Findings include weak performance of examined operator
in area of normal operations.

KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/24. BRIDENBECKER.R. Souther
California Edison Co. 2pp. 53669:121-53669:122.

9005030242 Informs of termination of PT Ambre employment w/utit & expiration of I
cense effective 900420.

MORGAN.H.E. Southern California Edison Co. 90/04/27. Document Control Branc
(Document Control Desk). 1p. 53716:358-53716:358.

9005090292 Informs that GB Swift transferred to position  not requiring operati
license.effective 900423 & license expired.per 10CFR55.55(a).
MORGAN.H.E. Southern California Edison Co. 90/05/02. Document Control Branc
(Document Control Desk). 1p. 53809:248-53809:248.

9005170187 Informs of expiration of WR Seller senior reactor operator license.effectiv
900502.

MORGAN.H.E, Southern California Edison Co. 90/05/04. Document Control Branc
(Document Control Desk), 1 p. 53858:096-53858:096.

9005160366 Provides info re Generic Fundamentals Exam Section of operator licensir
written exam to be administered on 900606.

KIRSCH.D.F. Region 5, Ofc of the Director. 90/05/08. REEDER.J. Southern Californ
Edison Co. 3pp. 53836:358-53836:360.

9005240258 Informs that senior reactor operator license no longer needed for J
Ryder.effective 900425-License SOP-50288 expired on 900425.
MORGAN.H.E. Southern California Edison Co, 90/05/17. Document Control Bram
(Document Control Desk). 1p. 53920:358-53920:358.

DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9005090366 Forwards Insp Repts 50-348/90-02 & 50-364/90-02 on 900305- 16.NO V
lations or deviations noted. Deficiencies noted,

GIBSON,A.F. Region 2, Ofc of the Director. 90/04/02. HAIRSTON.W.G. Alabai
Power Co. 4pp. 53783:147-53783:245,

-9005090373 Insp Repts 50-348/90-02 & 50-364/90-02 on 900305-16, Deficienc
identified.Major areas inspected:verification of emergency operating procedures ac
racy & conformance to Westinghouse Owners Group emergency response guidelin
LAWYER.L. Region 2, Ofc of the Director. 90/04/17. 95pp. 53783:151-53783:245. 1990.
